"The  Monadnock  Region  of  Southwestern  New  Hampshire" 

Episcopal  Church  Peterborough 
Built  in  1923.  Transitional  Gothic  Design  by  Ralph  Adams 
Cram,  Constructed  of  Peterborough  Granite.  Has  Memorial 
carillon  of  10  bells  played  3  times  daily. 

Ektachrom*  by  Bernice  Perry 
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